DESCENDANTS OF JACOB DECKER 


Don Norman 


1.JACOB DECKER 


Jacob Decker was probably born about 1760. His spouse is unknown. 
Known children of Jacob Decker. 


Ze (1). Jacob C. bee. 1785 
m.Frances (Woodford) Brown 


2.JACOB C. DECKER 1.JACOB DECKER 


Jacob C. Decker, a son of Jacob Decker, was born in Shenandoah 
County about 1785 and died after 1860. He married Frances (Woodford) 
Brown. Frances, a daughter of William and Frances "Fanny" (Howe) 
Woodford, was born in Shenandoah County VA in 1780 and died in Barbour 
County VA (WV) August 10, 1853. She married Benjamin Brown in 
Rockingham County VA April 28, 1804. Benjamin apparently died before 
1818. 


Children of Jacob and Frances (Woodford) [Brown] Decker. 


3 (1). Joseph b 1819 
m.Elizabeth Cummins Aug 27 1843 


3.JOSEPH DECKER 2.JACOB C. DECKER 1.JACOB DECKER 


Joseph Decker, a son of Jacob and Frances (Woodford) [Brown] 
Decker, was born in Rockingham County VA in 1819. He married Elizabeth 
Cummins in Barbour County VA August 27, 1843. Elizabeth was born about 
1820. 


Known children of Joseph and Elizabeth (Cummins) Decker. 


4. (1). Mary Das 1845 

oe (2). Francis E. baie: 1847 

6. (3). James J. lomo 1857 
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